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Message Text 


LIMITED OFFICIAL USE HONG KONG 14470 

DEPT EOR A/SY/OPS/T 

EO 11652: N/A 
TAGS: ASEC 

SUBJECT: BALLISTIC TEST - CHUBB ARMOR GLASS 

1. SAMPLE OF CHUBB ARMOR GLASS WHICH WAS TESTED BY SY/T 
RECEIVED HONG KONG NOVEMBER 23. APPRECIATE THE RETURN 
AND THE TESTING. IT IS HOPED THIS TESTING WAS ABLE TO 
ADD TO THE DATA BASE IN SY. 

2. RSO DID NOT FIND ANY MEMORANDUM OF COMMENT IN THE 
PACKAGE IN WHICH THE SAMPLE WAS RETURNED. HE ASSUMES 
THAT THE SEVERE SPALLING AND TOTAL PENETRATION OF THE 
9 MM UZI ROUND WOULD PRECLUDE THE USE OE THIS PRODUCT 
IN CONSULATE INSTALLATIONS. DECONTROL ON RECEIPT. 
SHOESMITH 
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